To:  Michael_Collins@tomudall.senate.gov' 

From:  Microsoft  Outlook 

Sent:  Wed  8/1 9/2015  1 1 :58:20  AM 

Subject:  Undeliverabie:  EPA  Update  on  Gold  King  Mine  Response  Efforts  for  August  18,  2015 

EPA  Update  on  Gold  King  Mine  Response  Efforts  for  August  18,  2015 

Delivery  has  failed  to  these  recipients  or  groups: 

Michael  Coilins@tomudall.senate.Qov' 

The  format  of  the  email  address  isn't  correct.  A correct  address  looks  like  this: 
someone@example.com.  Please  check  the  recipient's  email  address  and  try  to  resend 
the  message. 


Diagnostic  information  for  administrators: 


Generating  server:  CYlPR09MB0219.namprd09.prod.outlook.com 


Michael_Collins@tomudall.senate.gov' 

Remote  Server  returned  '550  5.1.3  STOREDRV.Submit;  invalid  recipient  address' 

Original  message  headers: 

Received:  from  CYlPR09MB0219.namprd09.prod.outlook.com  ([10.160.140.13])  by 
CYlPR09MB0219.namprd09.prod.outlook.com  ([10.160.140.13])  with  mapi  id 
15.01.0231.024;  Wed,  19  Aug  2015  11:58:19  +0000 
Content-Type:  application/ms-tnef ; name=" winmail . dat" 

Content-Transfer-Encoding : binary 

From:  "Assunto,  Carmen"  <Assunto . Carmen@epa . gov> 

CC:  "Gray,  David"  <gray.david@epa.gov> 

Subject:  EPA  Update  on  Gold  King  Mine  Response  Efforts  for  August  18,  2015 
Thread-Topic:  EPA  Update  on  Gold  King  Mine  Response  Efforts  for  August  18, 

2015 

Thread-Index : AdDadkV4pPI0o+g/TBqcgQ5ft7uKhg== 

Date:  Wed,  19  Aug  2015  11:58:19  +0000 
Message-ID : 

<CYlPR09MB021946EE65DF41024426C7DB87670@CYlPR09MB0219.namprd09.prod.outlook.com> 
Accept-Languagej  en-US 
Content-L-.:.: nguage : en-US 
X-MS-  las-Attach: 

X-MS-TNEF-Correlator: 

<CY1PR0  9MB021 94 6EE65DF4 102442  6C7DB87  67O0CY1PRO  9MB021 9 . namprdO  9 . prod . outlook . com> 
MIME Version:  1 . 0 
X-Originating-IP : [134 .67.6.11] 
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